To:  Bruce,  lan[lan. Bruce@WestonSolutions.com]; 

John.  Lucotch@WestonSolutions.com[John.  Lucotch@WestonSolutions.com]; 
Janine.Latham@WestonSolutions.com[Janine.  Latham@WestonSolutions.com] 

From:  Nattis,  Randy 

Sent:  Sat  8/8/201 5 6:48:37  PM 

Subject:  Fw:  Region  IX  www.epaosc.org/R9GoldKingMineResponse  website 

Ian, 

We  need  to  talk.  What  works  for  you? 

Ail,  I talked  with  Joe  S this  morning  and  he  mentioned  the  data  call  you  all  are  having  each  day,  please 
invite  me  to  that  meeting  (I'll  be  playing  the  role  of  Joe) 

Randy  B.  Nattis 

Federal  On  Scene  Coordinator 

U.S.  EPA  Region  9 

75  Hawthorne  Street,  8th  Floor 

San  Francisco,  CA  94105 

nattis.randy@epa.gov 

Phone -(415) -940-1 108 -Cell 


From:  mail@epaosc.org  <mail@epaosc.org> 

Sent:  Saturday,  August  8,  201 5 1 1 :40  AM 
To:  Nattis,  Randy 

Subject:  Region  IX  www.epaosc.org/R9GoldKingMineResponse  website 
A EPA  OSC  website  has  been  created! 

Region  IX 

Gold  King  Mine  ER  Site 
Shiprock,  NM 

To  visit  this  site  click  on  the  link  below. 
http://www.epaosc.org/R9GoldKingMineResponse 

For  EPA  OSC  website  support  contact: 

ERTSupport@epa.gov 
(800)  999-6990 
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